ED BALLS MP 


London Office 
Tel: 020 7219 4115 
Fax: 020 7219 3398 



HOUSE OF COMMONS 
LONDON SW1A OAA 


Constituency Office 
54 High Street 
Normanton 
WF6 2AQ 
Tel: 01924 898158 
Fax: 01924 894801 


Q a 


-? 






